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For Immediate Release 


RYAN MEETS CONCORDIA GOVERNORS IN EMERGENCY SESSION 


Montréal / October 19, 1987 --- Concordia University Rector 
Patrick Kenniff will hold a news conference tomorrow afternoon 
(October 20/87) to inform the media of the outcome of an 
emergency meeting held the previous evening between Concordia’s 
35-member Board of Governors and Claude Ryan, Québec Minister of 
Higher Education and Science. 

The news conference will be held on Tuesday, October 20th, 
at 12:30 p.m., in Room H-762, on the 7th Floor of the Henry F. 
Hall Building, 1455 de Maisonneuve Boulevard West. 

Concordia’s Governors, the highest decision-making body at 
the University, requested the meeting October 5/87 after learning 
details of a new university funding package developed by Ryan’s 
ministry. 

In a telegram sent to Ryan the Governors said they were 
“exasperated and outraged" by the fact that a perennially 
underfunded university like Concordia will actually find its 
relative share of government operating revenues DECREASE as a 
result of the new funding proposal. 
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Media representatives requiring additional information should 


contact Public Relations Director Ken Whittingham at (514) 848- 
4879. 


